AMENDMENT NO. 2 MARCH 2021 
TO 


IS 14871 : 2000 PRODUCTS IN FIBRE REINFORCED 
CEMENT — LONG CORRUGATED OR ASYMMETRICAL 
SECTION SHEETS AND FITTINGS FOR ROOFING AND 
CLADDING — SPECIFICATION 


(Page 4, clause 5.4.2.2) — Substitute the following for the existing formula 
for f: 
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i 
=0.7x10° x— 
f h 


(CED 53) 
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